Logged Formula Worksheet (standard) 

6/33/2009 *0:54:05 AM 
Page t 


INI till 


I 

NEW ENGLAND COMPOUND 
697 WAVERLY ST, 

697 WAVERLY ST. 
FRAMINGHAM, MA 01702 PH 


METHOTREXATE 25MG/ML INJECTABLE 

Flavor: 

Description: 

Quantity made; 4*00 ML 


Batch yield: 400,000 


Schedule: L 

PCCAID; 
Route of odmln: 


JfT, 


Formula ID: 4400 
Log ID: 103696 


1.2003 3 


10.0004 q 
/Dt?„ 


V- r-Aps + i 


Date made; 6/23/2009 
Lot number; 06232009@8 
Beyond use date; December 20, 2009 

180 days after compounding date 

Pharmacist: AVS 

Technician: <NQNE> ~ 

NDC1 : 51927-1565-00 
Packaging: 

Equipment; 


8:53 AM 


1 Pricina calculations from the loa 


Estimated price 

$9.oo as of 


Ingredient cost 

$0.00 


Device cost 

$0.00 


Time cost__ 

$0.00 Time to make: 

0 

Profit 

$9,00 



Labeling; PROTEr 
Stability Information; 

^emicals 

w 



FROM LIGHT 


Sch. 



r p SHM r •/ 

fed T^^ffa/a/TceJ 


fo GM ~Pv\ $0.00 

Exp. date: 1/23/2011 Whlsr; SPECTRUM 

QS pmotnt; 


Actual cost & date 


METHOTREXATI 
Lot ff: UD0026 


Mfg: SPECTRUM 

Volume: Potency: 


Q6/25/2008 


Each Ml contains 0,025 GM or 2.5% 


NDC: 51927-1 565-00 


ChemlnvlD: 0 


BENZYL ALCOHi 

Lot #;68274/B 


Balance: 



(STERILEJ/ LIQUID 

Mfg: MEDISCA 

volume: Potency; 


vit 


3,6 ML □ $3.60 

{•date! 1/30/20 11 Whlsr: MEDISCA 

^iWnolnt: 




NDC: 519 


f Id&ve, 

Each ml contains O.ogs Mi or 0.9°4 
1391-00 ChemlnvlD: 37 



| SODIUM CHLORI 
Lot #: C123578, 


Balance! 


(STERILE) GRANUALE 
Mfg: PCCA 

Volume 


i.2 GM X □ 
3r1 


$ 0.02 


04/01/2005 


Potency: 


Whlsr: PROFESSIONAL COMPOUN 


Exp. date: 7/30/201 

03 amount; 

Each ML contains C003 GM or 0.3% 
NDC: 63370*30-1087 ChemlnvlD: 0 


JODIUM HYDROXIDE 10%SOLN. SOLUTION 

Mfg; PCCA 
Volume: 

Balance: 


Potency: 


2 ML 

Exp. date: 1/1/2020 Whlsr: 

QS amount: 


$ 0.02 


10/01/2004 


Each ML contains 0,005 Ml or 0.5% 
NDC; 6337-30-1237 ChemlnvlD: 374 


Xj WATER FOR INJECTION INJ 
Lot ff: J O K Wg- 

Oelence: 


Mfg: BRAUN 

Volume: Potenoy: 


400 ML [x] 

Exp, dale: Whlsr; BRAUN 

QS amount: 

NDC: 


$800.00 06/17/2005 


Each ML contains 1 Ml or 100% 

ChemlnvlD: 300 


(Added all GM & GMS: 11.20) 


Log Instructions & Notes 


1.20) _$m a fu 

V - *H' 

^ ARM ACIST/T FCHNiniAKLWIJQ-HAfiLR REAL V 


Originally made as: 400 METHOTREXATE 25MG/ML INJECTABLE 
Calculated lot number; 06232009@8 Beyond use date: 12/20/2009 
FORMULA INSTRUCTIONS! 


THIS FORMULATION IS A STERILE FORM ULAVON AND MUST BE MADE BY A ?HARMACISlZIECHJtdCiAN-WHO-HAS^EE1t- 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 


FACILITY NAME 


VIAL SIZE: 


, Sfo cL 


-.0 


QUANTITY: 

LOWS 

FILTER LOT# 


/v- 


m 




LOT# 


Date entered; 6/; 
Checked by; 



j At*Jl EW ENGLAm COMPOUNDING CTR 
- k k m WAVERLY ST. 

F RAM INGRAM, MA 01702 600-994-0322 

tl$ffl^ TREXATE 2S MG/ML INJECTABI F 
bd H Q6232QQg@8 Discard oft dr 12J20/2Q09 

; AVS 

, PROTECT FROM JGHT 


1QML I 





by: AVS, {Pharmacist) 

mjs&~ 


FOIA Confidential 


NECC USMA001 084806 


Logged Formula Worksheet (standard) 

6/23/200$ 8:54:05 AM 
Page 2, 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


Batch yield: 
Qty remaining: 


4 do! 000 
400.000 


Schedule; L 

PCCA ID; 

Route of admin; 



METHOTREXATE 25MG/ML INJECTABLE 

Flavor; 

^^Description: 

Quantity made; 400 ML 


STOPPER LOT# W \Hr 4 LMf 

F0RMUl^*^ w *** w ^^^ w * ,F ***** # ** iHk ^ 4r ***** t ** l **** 1H ***** 4 ****** fc ****** ,M *^** r ** k *** # ** H> * Wr * i * w, ********* fc **** 
SPECfAl INSTRUCTIONS; 

1. POUR 60% FINAL VOLUME OF WATER FOR INJECTION INTO A BEAKER, y 

2. WITH STIRRING ADD METHOTREXATE POWDER \y 

3. DROPWISE ADD 10% SODIUM HYDROXIDE TO ADJUST pH TO 8. 4-8.6 

4. ADD SODIUM CHLORIDE AND BENZYL ALCOHOL AND MIX UNTIL DISSOLVED 

5. BRING TO FINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0,22-MICRON FILTER INTO A STERILE SERUM VIAL 
NOTE; PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 


Active (71 

Formula ID; 4400 
Log ID; 103S86 


C V. , \2/> -O 




FOIA Confidential 


NECC USMA001 084807 


r 


Logged Formula Worksheet tsifindoio) 
1/7/2010 1 1:43:31 AM 
Page 1 




HEW ENGLAND COMPOUND 
697 WAVERIY ST, 

697 WAVERLY $T. 
FRAMINGHAM, MA 01702 PI 


METHOTREXATE 25MG/ML INJECTABLE 
o 

\ Flavor; 

/Description: 

Quantity made; 350 ML 


Batch yield; 350,000 


Schedule: L 

PCCA1D: 
Routo of admin: 



Formula ID: 4400 
Log ID;121324 


Date made: 1/7/2010 
Lot number; 01072010@29 

Beyond use date: July 6, 2010 n:43 AM 

180 days after compounding date 

Pharmacist: GO 
Technician: S CARTER 
NDC1 : 51927-1565*00 

Packaging: , - 

Equipment: 


Prlcinq calculations from the locj I 

Estimated price 

$9.oo as of 

Ingredient cost 

$0,00 

Device cost 

$0.00 

Time cost 

$0.00 Time to make: 0 

Profit 

$9. oo*-.. ’ 


Labeling: PROTECT FROM LIGHT 
Stability information: 

Chemicals 


Skc. L 






& 




V/'faETHOTREXATE POWDER 
A^Loi it: UD0026 

Oatanco: 


Sch> Quantity used QS feWrc#- AcUj*Uosl&jjaie^ 


Mfg: SPECTRUM 

Volurr*. Potency. 


8.75 GM 

Exp, date: 1/23/2011 

OS orr.ourt*. 


□ . 


$0.00 


Whlsr; SPECTRUM 


06/25/2008 


fiacn Ml cor.lfjir.S 0 026 GM or 2.6% 
NDC: $1927.1565-00 ChemtnvtD: 0 


BENZYL ALCOHOL (STERILE) LIQUID 
Lotftcmzz/UB.^ Mfg: MEDISCA 


OolSrnw: 


Potency, 


3,15 ML 

Exp. dote: 1/30/2011 

OS «mou*;r 


□ . 


$3.15 


Whlsr: MEDfSCA 


HOC: 51927*1 351*00 


doctt ML contains 0.009 ML or 0.9 ( 


Chomtnvlf): 37 



SOOIUM CHLORIDE (STERILE) GRANUALE 
Lot Mfg: PCCA 

OMoncn: 


Volume 


Potency. 


1 ,05 GMi 

Exp. date: 5/5/2019 

0$ ansCuftL 


□ $0.02 04/01/2005 

Whlsr: PROFESSIONAL COMPOUN 

Euch ML contains 0.033 GM Of 0.3% 


|V “%ODIUM HYDROXIDE 10% SOLN. SOLUTION 

o" 

1.76 ML 

n . . 

$0.02 

10/01/2004 

' ;.ot#:0 Mfg: PCCA 


Exp. date: 1/1/2020 

Whlsr: 




Potency * 


■ 0$ amount 


x 


Each ML contains 0.005 ML or 0.5% 
N0C: $30740-1237 Chemtnvip: 374 


WATER FOR INJECTION INJ 
Lot 


Mfg: BRAUN 

Volume 


Potency. 


350 ML 
Exp. dale: 


Whlsr: BRAUN 


$700.00 06/17/2005 


Nzcjr <T 


NDC: 


Crtch ML contains 1 ML or 100% 

ChemlnvID: 300 


(Added all GM & GMS: 9,80) 


$703.19 


Log Instructions & Notes 


Originally made as: 350 METHOTREXATE 25MG/ML INJECTABLE 
Calculated lot number: 0107201 0@29 Beyond use date: 7/6/2010 
FORMULA INSTRUCTIONS 


THIS FORMULATION 
APPROPRIATELY Tl 


FACILITY NAME: 


VIALSI2E: 

QUANTITY 

LOT#'S 



JSZ£8iL££OMilMAU 24/AND MUST BE MADE BY A PHARMACIST/TECHNICIAN WHO HAS BEEN 
1 IN ASEPTIC TECIdWteUE. 

ENGLAND COMPOUNDING CTR 
. 007 WAVERLY ST. 

FRAMINGHAM. W\ 0 1702 800-994.6322 

MPH QTREXATE 25MG/ML INJECTA Bl E 

Lot # O1O720l0@29 
GC 

protect from ugh r 


Qiscdnf aticr 7/UZOlO 

10 ML 


/Uitk* ./TP 



Ustmodifiod: 1/7/20 1 0 11:43:29 AM bv: GS. (Phaimacist) 
fe, Date :gL/Hr. / Zdig^ 


u 


0l-06-0!> I’O <5:33 I m 

12-23-3 9 P00 : 55 OUT 


174755 6 5 000793 



Logged Formula Worksheet ^^,<1) 
1/7/2010 11:43:31 AM 
Page 2 



NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. OQO-99^6322 


METHOTf 
i 

looser 
Quam 


VfAL LOT/ 


8 


12-16-0 9 P09:42 IN 




12-16-0 9 P09 : /, ; 


01-05-10 A08 ; 48 OUT 


STOPPER 


FORMULA*’ 


1 y.vt* 


SPECIAL INSTRUCTIONS: 

1. POUR 60% FINAL VOLUME OB’ WATER FOR' INJECTION INTO A BEAKER, 

2. WITH STIRRING ADD METHOTREXATE POWDER 

3. DROPWISE ADD 3,0% SODIUM HYDROXIDE TO ADJUST pH TO 8 . .1-8. 6 

4. ADD SODIUM CHLORIDE AND BENZYL ALCOHOL AND MIX UNTIL DISSOLVED 

5. BRING TO FINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0.22-MICRON FILTER INTO A STERILE SERUM VIAL 

NOTE: PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 





174755 6 5 000794 



i Logged Formula Worksheet (standerd) 
! .7/7/201J 7:58:12 AM 
i Page 1 

) METHOTREXATE 25MC/ML INJECTABLE 


MIUSXMwp 

fifsrUnt?' 


Flavor: 

Des cH pt i on : * u S€ o*v ® m . _ 

Quantity made: 25 ML Ba l w 

Q\y n cort S i wom c«. Con, 

Date made: 7/6/2011 wowmoeei 

Lot number: 07062011@106 _ _ v 

Beyond use date: January 2, 2012 4:23 PM Inaredit 

180 days after compound inq date w ~ 

Pharmacist: GC __ D ®Y 

Technician: <NONE> * 11 

NDC1: 51927-1565-00 

Packaging:-AM D D\ " ' g , lA1r3 ~ W/ 

Equipment: ,• . 


"V ENGLAND COMPOUNt 
VAVERLY ST, 

C(04i9 IAVERLYST. 

§U3fL2SSS IINGHAM, MA 01702 P 

fmps$?n 

■ 2411-04 


0.078 g 
8.628 q 


Labeling: PROTECT FROM UGHT 
Stability information; 

CljTumicals j 

V /METHOTREXATE POWDER 

/ V Lot #: UD0026 . \ / Mfg: SPECTRUM 

V Vo lurTiR — — “■“■■““T 


Schedule: L 


& MHNM PCCAID: Log ID: I8i 

Route of admin: 

iro/old. . - . , , . 

^ 05 /Di PROW calculations from the log 

~ cfd price -$ 9 .oo as of 

ingredient cost $ 0.00 

Device cost $ 0.00 

Time cost $Q-QQ Time to make: 0 


Fol^lsl)D:440Q 
Log ID: 186259 






\ry 1 T 

■Seri. Quantity useg, — — @g"jSa?ance.f J 4crP3/-e&sL£ dot 

0.625 GM Q $0.00 06/25/2008 

Exp. date: 1/23/2013 Whlsr: SPECTRUM , 

Ws*cy; QS — — ^ 

' Each ML contains 0.025 GM or 2.5% 

927-1 565-00 ChemlnvID: 0 

7 0.225 ML/\ Q ~ $0.04 03^2008 

Bkp. date: 10/3^012) Whlsr: LETCO is' 

latency: l QS amount: / J / ^ 

\ Each ML contains 0.009 ML or 0.9% 

NDC: 51 927-1 391 -QQ ' ChemlnvID: 37 

0.075 GM Q ~ $0.00 04/01/^5 

Exp. date: 9/30/2015 Whl$r: MEDISCA \ / 

'otsney:- QS amount: ^. - — . — \<s 

— — ■ — Each ML contains 0.003 GM or Q.3% 

NDC: 63370*30-1087 ChemlnvID: 0 

O 0.125 ML □ $0.00 10/01/2004 

Exp. date: 1/1/2020 Wtilsr: 

'otency: QS amounl: 

Each ML contains 0.005 ML or 0 , 5 % 

NDC: 6337-30-123 7 ChemlnvID: 374 

2 5 ML g $ 1 0 .00 06/1 7/2005 

Exp. date; 9/30/2013 Whl$r: BRAUN 

f otency: QS amount: 

Each ML contains 1 ML or 100% 

NDC: 02647860000 ChemlnvID: 300' 

(Added all GM & GMS: 0.70) $10.04 


j 2 ) BENZYL ALCOHOL (STERILE) LIQUID 
W Lot #: 1 1250133 v Mfg: LETCO 


SODIUM CHLORIDE,(STERILE) GRANUALE 
Lot #: 75881/A Mfg; MEDISCA 

. Volume: --"Potency: 


: 4 SODIUM HYDROXIDE 10% SOLN. SOLUTION 
Lot #: 0 Mfg: PCCA 

Volume: 


/s\T WATER FOR INJECTION INJ 
/ VLot#:JIC751 


Log Instructions & Notes 


Mfg: BRAUN 

Volume: 


Originally made as: 5 METHOTREXATE 25MG/ML INJECTABLE 
Calculated Jot number; 0706201 1 @106 Beyond use date: 1/2/2012 
FORMULA INSTRUCTIONS: 


Jttms 


LV9 /< 


C5t> 


THIS FORMULATION IS A S7Effl.E FORMULATION AND MUST BE MADE BY A PHARf 06-14—1 1 AOS • ?7 nnr 

APPROPRIATELYTRAINED IN ASEPTICTECHNIQUE. uul 


FACILITY NAME 



VIALSI2E:. 


QUANTITY, 


i FILTER LOT# 


Qe>4 A* 


£XP iw 


*1*1) LL$yp\ya U/j To£ 






: Date entered: 7f6 201144:23:43 PM 
i Checked by: / t - 


Last rnj^fsed>?77/201 1 r:5jL0 


Mgr* 


FOIA Confidential 


NECC USMA0001 44008 


! 5-oggad Formula Worksheet (standard) 
j. 7/7/2011 7:58:12 AM 
; ' Page 2 


I!1I11I!!!II1»!III 


NEW ENGUND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST, 

FRAMINGHAM, MA 01702 Ph. 800-994*6322 


METHOTREXATE 25MG/ML INJECTABLE 


; Flavor: 

j Description!: 

j Quantity made: 25 ML 





Batch yield; 25.000 
.a- Qty remaining; 25.000 


Schedule: L 

PCCA ID: 

Route of adman: 


fa 


Active 0 
Formula ID: 4400 
Log ID: i8625S 


F Q FtLt 

SPECIAL INSTRUCTIONS: 

1. POUR 60% FINAL VOLUME OF WATER FOR INJECTION INTO A BEAKER. 

2. WITH STIRRING ADD METHOTREXATE POWDER 

3. DROPWISE ADD 1C% SODIUM HYDROXIDE TO ADJUST pH TO 8. 4-8. 6 

4. ADD SODIUM CHLORIDE AND 3ENZYL ALCOHOL AND MIX- UNTIL DISSOLVED 

5. BRING TO FINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0.22-MICRON FILTER INTO A STERILE SERUM VIAL (amber vials w/ red 
caps) 

NOTE: PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 

Changed qty made: Old: 5 New: 25 by GC, (Pharmacist) on 7/7/201 1 7:57:47 AM 



Logged Formula Worksheet (starirffud) 
2/9/2012 12:52:43 PM 
Page 1 


■ 


NFW ENGLAND COMPO, 
097 WAVERLY ST. 

697 WAVERLY ST. 
FRAMINGHAM, MA 0170*; 





3.752 9 
3I.25Q g 


"1 


ETHOTREXATE (PF) 2SMG/ML INJECTABLE 



Flavor: 

Description: 

Quantity made: 1250 ML Batch yield: 1,250.000 

Qty remaining: 1,250.000 

Date made: 2/9/2012 
Lot number: 0209201 2<§>74 

Beyond use date; August 7, 2012 12:52 PM 

1 80 days alter compounding date 

Pharmacist; GC 

Technician: <NONE> . 

NDC1 : 51927*1565*00 
Packaging: AMBER 50ML VIALS/BLUE CAP 
Equipment: 


Labeling: PROTECT FROM LIGHT 
Stability inf rmatlon: 

Chemicals 


Schedule: L 

PCCA ID: ‘ 

Route ol odmin: 


Activo[7j 
Formula 10:11217 
Log ID:2159G2 



Prlcinq calculations from the ioa 


Estimated price 

ss.oo as of 


Ingredient cost 

so.oo 


Device cost 

so.oo 


Time cost 

so.oo Time to make: 

0 

Profit 

$9.00 



Sch , Quantity used 


%X\.r r C'J w^lvtH 

■ yjH f. ^hip DvT'. 

QS / Balance J Actual cost & date 


XS 

y 


ETHOTREXATE POWDER 
t ti: U00026 

Cf--$ nvc? “• 


Mfg: LrETco 

Vo!l, ™.i5 Po ‘ en -y : 


31.25 GM n 
Exp. date: <3>(-Z2-?0]5 


Whlsr: I.ETCO 


OS flrTXXjnl: 


Sach Ml, conlair. 
N0C: 51927-1 665-00 


$557,812.50 02/10/^012 

AWP; r^.GO 

0,0ttGM<» 2.6fc 
ChcmlrwID* 0 



lbl.uic«: 


SODIUM CHLORIDE (STERILE} GRANUALE 
LO! tf: 1 1020203 Mfg: MEOISC A 

fc J^*ni«rt«C 1 6cb; VoMwr^^ Potency: 


3.75 GM □ $0.07 

Exp. dateM 1/10/2013 Whlsr: MEDiSCA 

OS — AWP. 


Hooli Ml 0.003 GM oi 0.3% 

NDC: 63370-30-1007 ChemlnviD: 0 


0^/01/2005 
IS 

iO.CO 


3 SODIUM HYDROXIDE 10% SOLN. SOLUTION O 

Lot r/;0 Mfg: PCCA 

1 ChcirJrat Code VoH/fmr Potency: 

.Li Albert* 


6.25 ML 

Exp. date: 1/1/2020 

OS firoovm 


□ ; $0.06 10/01/2004 

Whlsr: 

AWP: fO.CO 

Goch Ml contains 0.005 Ml oi 0,&% 

NDC: 6337-30-1237 ChomtovID: 374 


7ATER FOR INJECTION INJ 
Lot /U1L617 

Cr.orrarai C 

dfilanco* 


Mtg: BRAUN _ 

VoJurutl— ■ ~~ — ’ ' r "^~ Patoncy. 


1250 ML 

Exp, date: 3/13/2013 

Q S 


] $2, $00.00 06/17/2005 

Whlsr: BRAUN 

AWP: 

Each Ml contains J ML Of 100% 

N'OC: 02647 050000 ChomlnvlO: 300 


(Added ali GM & GMS: 35.00} 


Log Instructions & Notes 


$560,312.63 


Originally made as: 1250 METHOTREXATE (PF) 25MG/ML INJECTABLE 
Calculated lot number: 0209201 2@74 Beyond use date: 8/7/201 2 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A STERILE FORMULATION AND MUST BE MADE BY A PHARMACIST/TECHNICIAN WHO HAS B&£W. 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 



FACILITY NAME: TTV/fr^Ur R/l mOf l &j) HCS p 

vial size: HOfob4o \ \ m PD p-vL- — — ■ 

<55 


Methotrexate 

25m0/mL injection 


^ChemoHicr»ti>cullc AcMint 
* v Use Proper Precautions*- 


QUANTITY: 

LOTtf'S 




Rx Only 


1 

FILTER LOTH (ySAWT-l '!// 


Hiv <ng i*n» C^mpiVAdlns t*M*f 
II 7 WlYliV milt f OrtnfnjhiAi MA 01701 

~v 


40 mL 

Preservative - Free 
Single-dose 
Protect From light 

■'Ixpros/OT/Wp 7 

Ulf: 0239201^745 

m lj 2 - 


00600400474 


VIAL LOT//. 

> Dale ontcrodA/9/2012 123£02-*fo Last modified; 2/9/2012 12:52:37 PM by: PHARMACY 
Chocked by: I fe /f Date: OLKA I 7nl7 




*4 ■ [ 

02-0 4-12 A 10: 05 IN / 


174755 21 18 001452 



Logg’ed Formula Worksheet (standard) 
2/9/2012 12:52:43 PM 
Page 2 


METHOTREXATE 


(PF) 25MG/ML INJECTABLE 


■ Hill llllllll I III NEW ENGLAND COMPOUNDING CTR 
III!! lilliltl ill 697WAVERLYST. 

69? WAVERLY ST. b 
FRAMINGHAM, MA 01702 Ph. 800-904-6322 


{) 

Ffavor; 

Description: 

Quantity made: 1250 ML 


Schedule: L Active [7] 

Formula ID: 11217 

Batch yield: 1,250.000 PCCAiD: Loqid: 215982 

Qty remaining; 1,250.000 Routo of admin: 


STOPPER LOT# 




SKUtt 



SPECIAL INSTRUCTIONS: 

1 . POUR 60% FINAL VOLUME OF WATER FOR INJECTION INTQ. 

2. WITH STIRRING ADD METHOTREXATE POWDER 

3. DROPWISE ADD 10% SODIUM HYDROXIDE TO ADJUST pfi TO 9. 4-8,6 W/ METER * 

METER) 1 

4. ADD SODIUM CHLORIDE AND MIX UNTIL DISSOLVED l 

5. BRING TO FINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0 * 2 2 -MICRON FILTER INTO A STEALS, SERUM _ VIAL j QSJBbeg-^Tals w/ 
caps ) 

NOTE: PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 



blue 


Decatur Memorial; wants 40ml fill in 50ml vials, 



Last modified: 2/0/2012 12:52:37 PM by: PHARMACY 
Date: (& iO^UoiX 


174755 21 18 001453 


iiogg^d Formula Worksheet (Uondflfd) 
2/14/2012 7:41:26 AM 
Page 1 

METHOTREXATE (PE) 25MG/ML INJECTABLE 




Flavor: 

Description: 

Quantity made: 20000 ML 


Batch yield; 
Qty remaining; 


20 , 000.000 

20 , 000.000 


NEW ENGLAND COMPOUNC 
697 WAVERLY ST ' 

697 WAVERLY ST. 
FRAMINGHAM, MA 01702 R 


Schedule: L 

PCCAID: 

Route of admin: 


HeXA-HO. 00? g 

.300.016 q 


li h 

1 A <— > S &04 IA.1X b\c 

($£ Active (vj 

Formula ID: 11217 
Log ID: 216409 


Date made: 2/14/2012 
Lot number; 02142012@19 
Bey nd use date: August 12, 2012 

160 days after compounding date 

Pharmacist: GC 

Technician: JOSEPH P CONNOLLY ” 
NDC1; 6 1027’ 1665*00 

Packaging: AMBER 50ML VIALS/BLUE CAP 
Equipment: 


Pricing calculations from the log 


7:41 AM 


Estimated price 
Ingredient cost 
Device cost 
Time cost 
Profit 


£9 oo as of 
$0.00 
$ 0,00 

so.oo Time to make: 

$9.00 


Labeling: PROTECT FROM LIGHT 
Stability Information: 

Chemicals 

METHOTREXATE POWDER 



Lot/#; UD0026 

Chemical Cctfo: 


Mfg: SPECTRUM 



ODIUM CHLORIDE (STERILE) GRANUALE 
1 #; 11 020203 


— ChOrtV^LCodo: 


Mfg: MEDISCA 

Votumo: 


£ODIUM HYDROXIDE 10% SOLN. SOLUTION 
'Lol#:0 k v Mfg: PCCA 

Chom-wtcotfo: K \ \\ volumo: 

Bfttorveo: f\\P\ I 

/Water for injection inj 

\ Lol #:J1L617 Mfg: BRAUN 

Batorjco: 


Potency: 

Potency, 

0 

POI&r.cy; 


S (Balance) Actual cost <& date 

□ $8,925,000,002/1 0/2012*/^ 

Whlsr; SPECTRUM / "" 

J $0. CO 


04/01/2005/ 
s^Too 




Votunvni. 


Sch, Quantity used / 

500 GM " ,, „ 

Exp. date: 1/31/2015 Whlsr: SPECTRUM / 

QSYmpmi ... A VVP; A 00 

/ Loch Ml comoinj 0.025 G1 

NDC: 5*927*1565.00 Cher 

60 GM/ □ $1.19 

Exp. dote: 11/10/2013 Whlsr; MEDISCA 

.OS 0 mount: AWP; 

go <J\ Ml contot/H 0.003 GM or 0.3*v4 
- NDC: 63370*30*1057 ChemlnviD: 0 

100 ML Q $1.00 10/01/2004 

Exp. dole: 1/1/2020 Whlsr; 

OS Amount: AWP; 40.00 

Each ML coni oins 0.005 MU or 0.5 % 

NDC: 0337*30*1237 ChemlnviD: 374 

20000 ML (a $40,000.00 06/17/2005 

Exp. date: 3/13/2013 Whlsr: BRAUN 

-ptfoncy. J _ AVW 40.00 f 


S' 


goth Ml contains \ r/l or 100% 

NDC: 02647550000 ChemlnviD: 300 


(Added ail GM & GMS: 560.00) 

Log Instructions & Notes 

Originally made as: 20000 METHOTREXATE <PF) 25MG/ML INJECTABLE 
Calculated lot number: 021d2012@19 Beyond use dale: 8/12/2012 
FORMULA INSTRUCTIONS: 

THIS FORMULATION ISA STB/VLE PORMUIATION AND MUST BE MADE BY A PHAI 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 


$8,965,002.19 

v Wtgg. - 6S€t\~ie\i(^ 


32 



VIAL LOT# 


Date ontorod; 
Chocked by; 



7:41:16 AM 


Last modified; 2/14/2012 7:41:24 AM by; UB 

Date: Ol I lion 


NEW ENGLAND COMPOUNDING C7R 
JZ® 697. WAVERLY ST, 

FRAMINGHAM, MA 01702 800*994*6322 

METHOTREXATE (PF)*25MG/ML INJECTAf 

Lot il 021420 12® 1*9 &iw<j onarMWOn 

GC sumpld 

PROTECT FROM LIGHT. 


174755 21 18 001447 



Logged Formula Worksheet (StOhdord) 
2/14/2012 7:41:26 AM 
Page 2 

METHOTREXATE (PF) 25MG/ML INJECTABLE 



m Flavor: 
Description; 

Quantity made: 


20000 ML 


STOPPER LOT# 


Batch yield; 20,000.000 
Qty remaining; 20,000.000 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERIY ST. 

C$7 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. $00*994*6322 


Schedule; l Active Ef 

Formula ID; 11217 

PCCA ID; Log ID: 216489 

Route of admin: 


SKU tl 


FORMULA 

SPECIAL INSTRUCTIONS: 

1. POUR 60$ FINAL VOLUME OF WATER FOR INJECTION INTO A BEAKER. 

2. WITH STIRRING ADD METHOTREXATE POWDER 

3. DROPWISE ADD 10 % SODIUM HYDROXIDE TO ADJUST pH TO 8. 4-0. 6 W/ METER. PH- • <W/ 

METER) 

4. ADD SODIUM CHLORIDE AND MIX UNTIL DISSOLVED 

5. BRING TO FINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0 , 22-MICRON FILTER INTO A STERILE SERUM VIAL (amber vials w/ blue 

caps) 

NOTE; PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 


Decatur Memorial; wants 40ml fill in 50ml vials,.. 


Date entered 
Chocked by; 



Last modified: 2/14/2012 7:41:24 AM by; LAB 

Dato: < 57-/ 14 ; 7,oI7^ 


174755 21 18 001448 



Logged Formula Worksheet 
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(Siandtird) 




NEW ENGLAND COMPOUNDI 
697 WAVERLY ST, 

697 WAVERLY ST, 
FRAMINGHAM, MA 01702 Ph. 


METHOTREXATE 25MG/ML INJECTABLE 

Y 

Flavor: 

Description; 

Quantity made: 500 ML 


/) 


iM" 


1.500 q ( 
12.508 3 ij 

% -ifi VL 


Batch yield: 500.000 


Date made: 6/23/2012 
l t number; 05232012®23 

Beyond use date; November 19, 2012 8:13 AM 

190 days after compounding date 

Pharmacist: GC 

Technician: CORY B FLETCHER ~~ 

NDC1; 51927-1585*00 ’ ’ 

Packaging: AMBER VIALS W/ RED CAPS 
Equipment: 


labeling; PROTECT FROM LIGHT*CAUTJON*CYTOTOXfC AGENT* 
Stability Information: 


Schedule: L 

PCC A ID; 
Route of admin; 


Active FT} 
Formula ID; 4400 
Log ID: 230333 


Pricing calculations from the log 1 

Estimated price 

$9.00 as of 

Ingredient cost 

$0.00 

Device cost 

$0,00 

Time cost 

$0.00 Time to make: 0 ■ 

Profit 

$9.00 


Chemicals 

\T~ 


METHOTREXATE POVA/p 
Lot #: UD0026 

Ch^jolCcda; a 

**** 


Sch. Quantity used 


Mfg: SPECTRUM 

Vb'uiTvo: poiorKy; 


(D 


BENZYL ALCOHOL (STERIl/E) LIQUID 
Lot#; 11 101015 \/ Mfg;LETCO 

— CuomicarCed^—-, V Vfifccno: — — 

ea(an»; 



tVTTHW /MIKA Xtrjg g 

4* 

Actual cost & date 

$223,125.00 04/02/2012 


Witter; SPECTRUM 

AWP; *$, 125,00 

'v Each Ml cootain? 0.025 GM or 2.5H 

' NOE: 5l>27l505OO ChemtevIO: 0 

04/02/2012 

Whlsr: L6TCO 

AWP: $U$ 

each Ml 0Of'*/Vn* 0.009 ML Of 0.9& 

"HOC; 51027130100 ChemltwlD: 37 


; 


0 SODIUM CHLORIDE (STER/LE) GKANUALJE - ITS GM 

Lot #: 1 1020203 . / Mfg: MEDISCA Exp, dale: 1 1/10/2013 

V VoJu mg-.,. — • ■ •* Po'orKy. 03 fi'ivijn'.. — ■“* 


Balance; 

* i 


□ $0.03 04/02/2012 

Whlsr: MEDISCA 

“ AWP, J02? 

Each Ml contains 0 003 CM 

HOC; 51927106700 ChemlnvID: 0 


4 .ODIUM HYDROXIDE 10% SOLN. SOLUTION 
Lot #;0 Mfg: PGCA 

Ctoroecal C<-ro: Volumo’ 

Oolanco: 


O 

Potency; 


2.5 ML 

Exp. date: 1/1/2020 

OS firpount.' 


W □. 


Whlsr; 


$ 0.02 


HOC; 6337-30.1237 


AWP.' 

Each ML contains 0,000 Ml of 0.5H 


10/01/2004 

10,00 


5 WATER FOR INJECTION INJ 

Lot #; J2B670 Mfg: BRAUN 

Chemical Cede: VoJumo* 

Betanco; 


ChemlnvID: 374 


Potaniy* 


500 ML 

Exp. date: 8/31/2014 
OS amount* 


L $1,000.00 06/17/2005 

Whlsr: BRAUN 

AWP. 42,44 

Each M L contains t Ml or 100% 

NDC: 00400488709 CtiemlnvIO: 300 


(Added all GM & GMS: 14.00) 


L g Instructions & Notes 


Originally made as; 600 METHOTREXATE 25MG/ML INJECTABLE 
Calculated lot number: 05232012@23 Beyond use date: 11/19/2012 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A JHMILE WB&MA TXW AND MUST BE MADE BY A PHARMACIS*’ 


$224,129.65 



ws 


-°-~Ll~±Z A 09 : 05 OUT- 

\Z. 




O 


LOTf'S 


KU taefy 

|R LOT# ^XCh^ lXr&Tbf^ - Kl g % ' 




Data entered: 6/23/2012 3:13:33 AM 
Chocked by: / 

pdr 7 



il^ 


Zi t 7oi * 


"r RAMiimiwAMAOim eo wiSH-p-/. 
Ut U 052320121523 


PROTECT PROM UGHTCAUTlON-CYTOTOXtC AGENT* ^ 


OiSMitf a/ioF I f/i 5/2012 

10 Ml 


F 

174755 21 18 001432 




* . . \ 

Logged Formula Worksheet <^0,01 
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METHOTREXATE Z5MG/ML INJECTABLE 



NEW ENGLAND COMPOUNDING CTR 
$97 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 600-994-6322 


Flavor; 

Description: 

Quantity made: 500 ML Batch yield: 500.000 

Qty remaining: 500.000 

VIAL LOTI 


Schedule; L 

PCCAID: 
Route of admin: 


STOPPER LOT* 


P Q ^ -a 


Active |71 
Formula ID: 4400 
Log ID: 230333 


SPECIAL INSTRUCTIONS: 

1. POUR 60% FINAL VOLUME OF WATER FOR I N J ECT I OR. JJ1 TO A_BEAKER. 

2. WITH STIRRING ADD METHOTREXATE POWDER 

3. DROPWISE ADD 10% SODIUM HYDROXIDE TO ADJUST 
METER) 

4. ADD SODIUM CHLORIDE AND BENZYL ALCOHOL AND K 

5. BRING TO PINAL VOLUME WITH WATER FOR INJECTION 

6. FILTER THROUGH A 0.22-MICRON FILTER INTO A STERILE SERUM VIAL (amber vials w/ red 
caps) 

NOTE: PROTECT FROM LIGHT 

DISCARD IF PRECIPITATE FORMS 


pH TO 8. 4-8. 6 W/ METER. 


PH' 


8A/ 


i IX JN'J 


TIL DISSOLVED 


AWAUi THIS 15 NOT fOft 5RIKA1 «*II CTI0K5 (Till! UAt A RRHCRVATI Yt)UUUUn 



Date ontored: 
Checked by: _ 


8/28/2012 8:13:33 AM 

(5F 


Last modified: 5/23/2012 8:14:03 AM by: LAB 
Date: rX / 7^ / 7d»i2 


174755 21 18 001433 



